from the date of his discharge, to Wayne-,Tice within 30 days of the date
of this decision.

It is further ORDERED ,that Respondent expunge from Wayne Tice's employ-
ment records reference to the reprimands issued (a) on April 10, 1978, for
failure to wear goggles and a respirator, (b) on June 5, 1978, for failure
to turn a fuel line back on, and (c) on June 5, 1978, for causing steels
to fall from the drill.

Forrest E. Stewart
Administrative Law Judge
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Inga Watkins, Esq., Office of the Solicitor, U.S. Department of Labor,
4015 Wilson Boulevard, Arlington, VA 22203 (Certified Mail)

Joseph W. McCullough, President, Radiant CoaL, Company, Inc., 15 Glenview
Circle, Birmingham, AL 35578 (Certified Mail)

United Mine Workers of America, 900 Fifteenth Street, NW., Washington,
DC 20005 (Certified Mail)educed  to account for
